LITTLE TRAVERSE HOSPITAL ASS’N. 

Incorporated not for profit. Established in 
1939. The building is of fire-proof construction 
and is modernly and completely furnished 
and equipped. The bed capacity is 103. 
Architects were Skidmore , Owings & Merrill 
of New York and Chicago. 
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